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of  the  Rules  and  Regulations  promul¬ 
gated  by  the  Secretary  of  Agriculture  on 
August  30,  1937,  under  the  Commodity 
Exchange  Act],  so  that,  as  amended,  the 
said  section  shall  read  as  follows: 

§  3.16  Merchandisers,  processors,  and 
dealers  holding  or  controlling  open  con¬ 
tracts  of  specified  size  to  report  on  Form 
304.  Every  person  who  is  engaged  in 
merchandising,  processing,  or  dealing  in 
cotton,  cotton  yarn,  cotton  cloth,  or  other 
cotton  products,  and  who  holds  or  con¬ 
trols  open  contracts  in  any  one  cotton 
future  on  any  contract  market  which 
equal  or  exceed  the  amount  fixed  in  §  3.21 
of  this  chapter  [section  321  of  Article  m 
of  the  Rules  and  Regulations  promul¬ 
gated  by  the  Secretary  of  Agriculture  on 
August  30,  1937,  under  the  Commodity 
Exchange  Act],  shall  report  to  the  Com¬ 
modity  Exchange  Administration  on 
Form  304,  which  report  shall  be  rendered 
as  of  the  close  of  business  on  Friday  of 
each  week  and  July  31  of  each  year 
unless  otherwise  authorized  in  writing 
by  the  Commodity  Exchange  Adminis¬ 
tration  upon  good  cause  shown. 

Done  at  Washington,  D.  C.,  this  14th 
day  of  June,  1940.  Witness  my  hand 
and  the  seal  of  the  Department  of  Agri¬ 
culture. 

[seal]  H.  A.  Wallace, 

Secretary  of  Agriculture. 

[F.  R.  Doc.  40-2416;  Filed,  June  14,  1940; 

11:04  a.  m.] 


TITLE  6— AGRICULTURAL  CREDIT 

CHAPTER  I— FARM  CREDIT 
ADMINISTRATION 

[F.C.A.  178] 

The  Federal  Land  Bank  of  Houston 

CHARGES  FOR  REAMORTIZATION  OF  LAND  BANK 
COMMISSIONER  LOANS 

Section  30.7  of  Title  6,  Code  of  Federal 
Regulations,  is  revoked  and  §  30.6  of  Title 
6,  Code  of  Federal  Regulations,  is 
amended  to  read  as  follows: 

§  30.6  Fees  for  reamortization  of  Land 
Bank  Commissioner  Loans.  Applicants 
for  reamortization  of  Commissioner  loans 
will  not  be  required  to  pay  a  reamortiza¬ 
tion  fee;  however  applicants  will  be  ob¬ 
ligated  to  pay  only  such  costs  as  abstract 
charges,  recording  fees  and  other  outside 
expenses  incidental  to  the  reamortization. 
•See.  32,  48  Stat.  48,  as  amended,  Secs. 
1,  2,  48  Stat.  344,  345;  12  U.S.C.  1016, 
1020,  1020a  and  Sup.;  6  CFR  4043,  4  F.R. 
4942  DI)  [Res.  Ex.  Com.,  May  23,  19401 

The  Federal  Land  Bank 
of  Houston, 

By  A.  P.  Graves, 

Vice  President. 

IP.  E.  Doc.  40-2425;  Filed,  June  14,  1940; 
11:41  a.  m.] 


Title  6 — Agricultural  Credit: 

Farm  Credit  Administration: 
Federal  Land  Bank  of  Hous¬ 
ton,  charges  for  reamor¬ 
tization  of  land  bank 

commissioner  loans _ 

Title  17 — Commodity  and  Securi¬ 
ties  Exchanges: 

Commodity  Exchange  Adminis¬ 
tration: 

Merchandisers,  etc.,  report 

regulations  amended _ 

Title  31 — Money  and  Finance: 
Treasury: 

Monetary  Offices: 

Transactions  in  foreign  ex¬ 
change,  etc.;  revocation  of 

General  License  No.  3 _ 

Title  49 — Transportation  and 
Railroads: 

Interstate  Commerce  Commis¬ 
sion: 

Explosives,  etc.,  transporta¬ 
tion,  report  and  order 
relative  to _ 


Department  of  the  Interior: 

Bituminous  Coal  Division: 
Maintenance  of  records  and 
filing  of  certain  docu¬ 
ments  by  code  members, 

other  producers,  etc _ 

Department  of  Labor: 

Wage  and  Hour  Division: 
Telephone  industry,  independ¬ 
ent  branch,  review  of  de¬ 
termination  and  order  on 

learner  employment _ 

Federal  Communications  Commis¬ 
sion: 

Hearings: 

B  r  u  s  h-M  o  o  r  e  Newspapers, 

Inc.,  etc _ 

Weiss,  Glover _ 

Portable  and  portable-mobile 
amateur  station  operation.  _ 
(Continued  on  next  page) 

2239 


TITLE  31— MONEY  AND  FINANCE 
TREASURY 


TITLE  17— COMMODITY  AND  SECURI¬ 
TIES  EXCHANGES 

CHAPTER  I— COMMODITY  EX¬ 
CHANGE  ADMINISTRATION 

Order  Amending  Rules  and  Regulations 
of  the  Secretary  of  Agriculture 
Under  the  Commodity  Exchange  Act, 
as  Amended 

By  virtue  of  the  authority  vested  in 
toe  by  section  4i  of  the  Commodity  Ex¬ 
change  Act,  as  amended  (7  U.S.C. ,  Supp. 
v-  Sec.  6i) ,  I,  H.  A.  Wallace,  Secretary 


CHAPTER  I— MONETARY  OFFICES 
Part  133 — Revocation  of  General  Li-  I 
cense  No.  3,  as  Amended,1  Under  Execu¬ 
tive  Order  No.  8389,  April  10,  1940.  as 
Amended,3  and  Regulations  3  Issued 
Pursuant  Thereto,  Relating  to  Trans¬ 
actions  in  Foreign  Exchange,  etc. 

General  License  No.  3,  as  amended, 
authorizing  banking  institutions  within 
the  United  States: 
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TITLE  49— TRANSPORTATION  AND 
RAILROADS 


CHAPTER  I  —  INTERSTATE 
MERCE  COMMISSION 


COM- 


(a)  to  make  payments  from  accounts 
in  which  Norway  or  Denmark  or  a  na¬ 
tional  thereof  has  a  property  interest 
within  the  meaning  of  the  Executive 
Order  of  April  10,  1940,  as  amended,  and 
the  Regulations  issued  thereunder,  of 
checks  and  drafts  drawn  or  issued  prior 
to  April  8,  1940,  and  to  accept  and  pay 
and  debit  to  such  accounts  drafts  drawn 
prior  to  April  8,  1940,  under  letters  of 
credit,  and 

(b)  to  make  payments  from  accounts 
in  which  the  Netherlands,  Belgium  or 
Luxembourg  or  a  national  thereof  has  a 
property  interest  within  the  meaning  of 
the  Executive  Order  of  April  10,  1940, 
as  amended,  and  the  Regulations  issued 
thereunder,  of  checks  and  drafts  drawn 
or  issued  prior  to  May  10,  1940,  and  to 
accept  and  pay  and  debit  to  such  ac¬ 
counts  drafts  drawn  prior  to  May  10, 
1940,  under  letters  of  credit; 

is  hereby  revoked.* 

[seal!  D.  W.  Bell, 

Acting  Secretary  of  the  Treasury. 

June  13,  1940. 


[F.  R.  Doc.  40-2415;  Filed,  June  14, 
10:26  a.  m.] 


1940; 


(No.  36661 

In  the  Matter  of  Regulations  for 
Transportation  of  Explosives  and 
Other  Dangerous  Articles 

Decided  June  7,  1940 

Application  for  authority  to  construct 
for  experimental  service  in  the  trans¬ 
portation  of  petroleum  products  100 
tank-car  tanks  fabricated  by  fusion 
welding  granted.  A.  E.  Smith  for  Union 
Tank  Car  Company. 

Supplemental  Report  of  the 
Commission  1 

Johnson,  Commissioner :  In  our  sev¬ 
eral  prior  reports  we  granted  upon  ap¬ 
plications  therein  considered  authority 
to  build  and  use  for  experimental  trans¬ 
portation  of  dangerous  articles  other 
than  explosives  a  total  of  1,073  tank 
cars  equipped  with  tanks  fabricated  by 
fusion  welding  but  otherwise  conform¬ 
ing  to  I.C.C.  shipping  container  spec¬ 
ifications. 

By  application  number  2615  filed  with 
the  Association  of  American  Railroads 
on  April  24,  1940,  and  transmitted  to 
us  May  20,  1940,  with  the  recommenda¬ 
tions  of  the  Association’s  mechanical 
division  and  Bureau  of  Explosives,  we 
are  asked  to  authorize  Union  Tank  Car 
Company  to  construct  one  hundred 
(100)  additional  cars  conforming  to 
current  I.C.C.  specification  105A300  for 
tank  cars,  except  that  tanks  will  be 
fabricated  by  fusion  welding  instead  of 
forge  welding;  cars  to  be  used  in  further 
service  tests  in  the  transportation  of 
petroleum  products.  Riveted  anchors 
will  be  used. 

Applicant  states  that  tanks  will  have 
capacity  of  11,000  gallons,  and  with  the 
substitution  of  installation  of  Vi-inch 
plugs  in  vent  holes  of  manway  reinforce¬ 
ment  plate,  the  designs  for  the  cars  are 
the  same  as  those  authorized  by  the  Com¬ 
mission’s  decision  dated  November  3 
1939. 

Upon  further  consideration  of  the  rec 
ord  and  in  the  light  of  added  facts  dis 
closed,  construction  and  use  of  one 
hundred  (100)  additional  tanks  of  tank 
cars,  in  accordance  with  current  ICC 
specification  105A300,  is  forthwith  au 
thorized  for  transportation  of  petroleum 
products,  provided  that  tanks  may  have 
riveted  anchors,  may  be  fusion  welded 
instead  of  forge  welded,  and  must  be  con 
structed  and  marked  in  compliance  with 
proposed  revised  ICC  specification 


105A300W,  filed  as  an  exhibit  at  the  hear¬ 
ing  herein  and  referred  to  in  our  prior 
reports. 

In  all  respects  other  than  as  provided 
for  herein  the  regulations  for  the  trans¬ 
portation  of  petroleum  products  are  and 
shall  remain  in  full  force  and  effect. 

Owners  or  operators  of  cars  shall  make 
semiannual  inspections  of  the  tanks  au¬ 
thorized  herein  and  report  their  condi¬ 
tion  to  the  same  parties  as  receive  reports 
required  by  ICC  specification  105A300. 

By  the  Commission,  Commissioner 
Johnson. 

[seal]  W.  P.  Bartel, 

Secretary. 


♦Part  133;  Sec.  5  (b),  40  Stat.  415  and 
966;  Sec.  2,  48  Stat.  1;  Public  Resolution  No 
69,  76th  Congress:  12  U.S.C.  95a;  E.O.  6560, 
Jan.  15,  1934;  E.O.  8389,  April  10,  1940; 
E.O.  8405,  May  10,  1940;  Regulations,  April 
10,  1940,  as  amended,  May  10,  1940. 


‘Under  the  authority  of  section  17  (6) 
of  the  Interstate  Commerce  Act,  the  above 
entitled  matter  was  referred  by  the  Com 
mission  to  Commissioner  Johnson  for  con 
sideration  and  disposition. 


[F. 


R.  Doc.  40-2422;  Filed,  June  14,  1940* 
11:35  a.  m. ] 


[No.  3666] 

Order  in  the  Matter  of  Regulations  for 
Transportation  of  Explosives  and 
Other  Dangerous  Articles 

Special  Series  A 

Present:  J.  M.  Johnson,  Commissioner, 
to  whom  the  above  entitled  matter  has 
been  assigned  for  action  thereon. 

Regulations  for  the  transportation  of 
explosives  and  other  dangerous  articles 
being  under  further  consideration; 

And  it  appearing,  That  by  application 
2394-Revision  C  of  the  Monsanto  Chem¬ 
ical  Company  (Merrimac  Division)  and 
American  Car  and  Foundry  Company, 
accompanied  by  drawings  and  specifica¬ 
tions,  authority  is  requested  for  use  in 
experimental  rail  service  in  the  transpor¬ 
tation  of  ninety-five  percent  nitric  acid 
of  one  (1)  tank  car  with  riveted  alum¬ 
inum  alloy  tank,  to  be  constructed  in 
accordance  with  shipping  container 
specification  103C-AL  embodied  herein; 

It  further  appearing.  That  the  me¬ 
chanical  division  and  the  Bureau  of  Ex¬ 
plosives,  Association  of  American  Rail¬ 
roads,  in  recommending  approval  of  the 
application,  submit  that  the  proposed 
specification  will  provide  aluminum  alloy 
tank-car  tanks  similar  to  designs  of 
tanks  approved  by  our  order  of  Novem¬ 
ber  14,  1939,  which  will  conform  to  re¬ 
quirements  of  ICC  shipping  container 
specification  103C,  except  that,  in  place 
of  nitric  acid  resisting  chrome  steel, 
suitable  and  serviceable  aluminum  alloys 
will  be  used; 

It  further  appearing,  That  there  are 
in  use  at  the  present  time  many  tank 
cars  with  aluminum  tanks,  including 
both  riveted  and  welded  construction, 
for  commodities  of  nondangerous  char¬ 
acter  and  not  within  the  terms  of  the 
aforesaid  regulations; 

And  it  further  appearing,  That  reports 
are  required  to  be  made  to  the  secretary, 
mechanical  division,  and  to  the  Bureau 
of  Explosives  of  the  Association  before 
1  any  car  is  placed  in  service,  certifying 
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to  compliance  with  the  proposed  sped-  I 
flcation,  and  further  periodical  reports 
to  same  parties  on  the  condition  of  tanks 
and  safety  valves: 

It  is  ordered.  That  the  pending  appli¬ 
cation  be  granted  and  the  construction 
and  use  be  and  is  hereby  authorized  of 
one  (1)  tank  car  with  tank  constructed 
in  accordance  with  the  following  ship¬ 
ping  container  specification  103C-AL, 
including  appendix  thereof,  subject  to 
otherwise  current  requirements  for  the 
safe  transportation  of  ninety-five  per¬ 
cent  nitric  add,  and  the  Commission’s 
safety  appliance  and  carrier  require¬ 
ments  for  the  interchange  of  tank  cars: 

SHIPPING  CONTAINER  SPECIFICATION  103C-AL 

Riveted  Aluminum  Alloy,  Heat  Treated, 
Tanks  To  Be  Mounted  on  or  To  Form 
Part  of  a  Car 

1.  (a)  Type.  Tanks  built  under  this 
specification  must  be  cylindrical,  with 
heads  dished  convex  outward,  and  must 
have  at  least  one  expansion  dome  with 
manhole,  and  such  other  external  pro¬ 
jections  as  are  prescribed  herein. 

(b)  Lagging.  Not  a  specification  re¬ 
quirement.  The  tank  shell  and  dome 
must  be  covered  by  a  steel  jacket  not  less 
than  y4-inch  thickness,  extending  up¬ 
ward  from  running  boards  and  spaced 
2  inches  from  tank  shell  thus  providing 
tank  shell  and  protection  against  exter¬ 
nal  damage. 

2.  (a)  Bursting  pressure.  The  calcu¬ 
lated  bursting  pressure,  as  determined  by 
the  following  formula,  must  be  at  least 
300  lbs.  per  square  inch.  Castings  and 
attachments  must  be  designed  for  the 
same  bursting  pressure. 

(b)  Formula  for  determining  bursting 
pressure: 

SX2tXE  , 

- ^ - = bursting  pressure 

a 

S=Ultimate  tensile  strength  in  lbs.  per 
sq.  in. 

t=Thickness  in  inches  thinnest  plate. 
E=Seam  efficiency. 
d=Inside  diameter  in  inches. 

3.  (a)  Material.  All  plates  for  tank 
and  expansion  dome  must  be  made  of 
aluminum  alloy,  heat  treated,  in  accord¬ 
ance  with  Aluminum  Co.  of  America’s 
requirements  for  61-ST  alloy,  having  a 
minimum  yield  of  35,000  lbs.  and  a  mini¬ 
mum  tensile  of  42,000  lbs.  per  sq.  in. 

(b)  All  rivets  must  be  of  aluminum  al¬ 
loy  having  a  minimum  shearing  value 
when  driven  in  the  tank  of  20,000  lbs. 
Per  sq.  in.  They  must  be  heated  in  py- 
rometrically  controlled  furnace  and  be 
driven  hot. 

(c)  Aluminum  alloy  castings  must 
conform  to  Federal  specification  for 
aluminum-base  alloys;  sand  castings 
QQ-A-601,  dated  June  8,  1938,  Table  I, 
Class  No.  3,  heat  treatment  No.  2,  Table 

being  Aluminum  Co.  of  America’s 
alloy  356-T6. 

Aluminum  alloy  forgings  heat 
treated,  must  conform  to  Aluminum  Co. 


of  America’s  requirements  for  61-ST 
alloy. 

4.  Thickness  and  widths  of  plates.  The 
minimum  thickness  of  plates.  Including 
thickness  of  each  plate  at  rivet  seams, 
must  be  as  follows: 


Inside 
diam¬ 
eter  of 
tanks 
(inches) 

Bot¬ 

tom 

sheets 

(inch) 

Shell 

sheets 

(inch) 

Ex¬ 

pan¬ 

sion 

dome 

sheets 

(inch) 

Tank 

heads 

(inch) 

Expansion  dome 
heads  (inch) 

78 . 

H 

H 

N 

M 

Cast  aluminum 
alloy  356-T6. 

The  minimum  width  of  bottom  sheet 
of  tank  must  be  60  inches,  measured  on 
the  arc,  but  in  all  cases  the  width  must 
be  sufficient  to  bring  the  entire  width 
of  the  longitudinal  seam,  including  over¬ 
laps,  above  the  cradle. 

5.  Dishing  of  tank  heads.  Tank 
heads  must  be  of  approved  contour. 

6.  (a)  Riveting.  For  computing  rivet 
areas,  the  effective  diameter  of  a  driven 
rivet  is  the  diameter  of  its  reamed  hole, 
which  hole  must  in  no  case  exceed 
nominal  diameter  of  rivet  by  more  than 
A  inch.  Use  of  rivets  less  than  %  inch 
nominal  diameter  not  permissible  on 
any  part  of  tank  or  attachments.  All 
rivets  must  be  driven  hot. 

(b)  All  seams  formed  in  the  manu¬ 
facture  of  the  tank  and  expansion  dome 
proper  and  the  attachment  of  the  ex¬ 
pansion  dome  to  the  tank  must  be  at 
least  double  riveted.  Dome  head,  man¬ 
hole  ring  and  sump  must  be  single  or 
double  riveted.  Riveted  seams  and 
joints  must  be  made  metal  to  metal 
without  interposition  of  other  material. 
The  efficiency  of  multiple  riveted  seams 
must  be  at  least  70%  of  the  strength 
of  the  thinnest  plate.  The  efficiency  of 
single  riveted  seams  must  be  at  least 
35%  of  the  strength  of  the  thinnest 
plate. 

(c)  The  manner  in  which  tank  is 
supported  on  and  securely  attached  to 
the  car  structure  must  be  approved. 

7.  Preparation  for  calking.  The  edges 
of  plates  at  all  riveted  seams  must  be 
beveled  so  that  the  angle  of  the  calking 
edges  will  be  between  70  to  80  degrees 
with  the  flat  surface  of  the  plate.  The 
extreme  calking  edge  distance,  measured 
from  center  line  of  rivet  hole,  must  be  at 
least  one  and  one-half  times  the  diam¬ 
eter  of  the  hole  and  not  more  than  that 
distance  plus  V\  inch. 

8.  Calking.  All  seams,  including  those 
formed  by  attachment  of  expansion  dome 
and  other  external  projections,  must  be ! 
calked  both  inside  and  outside,  except 
that  inside  calking  of  the  seam  formed  by 
attachment  of  expansion  dome  to  tank 
is  not  required  when  the  opening  in  the 
tank  shell  is  not  cut  out  to  the  full  diam¬ 
eter  of  the  dome.  All  rivet  heads  on 
inside  of  tank  must  be  calked.  Split 
calking  prohibited. 

9.  (a)  Expansion  dome.  The  expan¬ 
sion  dome  must  have  a  capacity,  meas¬ 


ured  from  the  inside  top  of  shell  of  tank 
to  the  inside  top  of  dome  or  bottom  of 
any  vent  pipe  projecting  inside  dome,  of 
at  least  1  percent  of  the  total  capacity  of 
the  tank  and  dome  combined,  and  must 
not  exceed  36  inches  inside  diameter. 

(b)  The  opening  in  manhole  ring  must 
be  at  least  18  inches  in  diameter.  The 
opening  in  the  tank  shell  within  the 
dome  must  be  at  least  29  inches  in  diam¬ 
eter,  and  when  the  inside  diameter  of  the 
dome  exceeds  29  inches,  the  opening  in 
the  tank  shell  may  be  cut  out  to  a  diam¬ 
eter  sufficiently  greater  than  that  of  the 
dome  to  permit  calking  of  tank  shell  to 
the  base  of  the  dome.  When  the  inside 
diameter  of  the  dome  exceeds  30  inches 
and  the  shell  of  tank  is  cut  out  as  pro¬ 
vided  to  permit  calking,  the  tank  shell 
at  this  point  must  be  adequately  rein¬ 
forced. 

(c)  A  dome  head  and  manhole  ring  in 
one  piece  may  be  used  instead  of  a  dished 
plate  dome  head. 

(d)  The  dome  head  must  be  dished 
convex  outward. 

10.  (a)  Closures  for  manholes.  The 
manhole  cover  must  be  of  approved  type 
and  designed  to  provide  a  secure  closure 
of  the  manhole. 

(b)  Manhole  rings  and  covers  must  be 
made  of  the  metal  prescribed  by  para¬ 
graph  3. 

(c)  Manhole  ring  and  cover  must  be 
of  cast,  rolled,  forged,  or  pressed  alumi¬ 
num  alloy. 

(d)  All  joints  between  manhole  covers 
and  their  seats  must  be  made  tight 
against  leakage  of  vapor  and  liquid  by 
use  of  gaskets  of  suitable  material. 

11.  Gauging,  venting,  loading  and  dis¬ 
charging,  and  air  inlet  devices  extending 
through  dome  of  tanks.  These  devices 
when  installed  must  be  tightly  closed  as 
prescribed  in  paragraph  12  and  be  of 
approved  design.  Protective  housing  of 
approved  design  covering  all  these  de¬ 
vices  must  be  installed. 

12.  Gauging,  venting,  loading  and  dis¬ 
charging,  and  air  inlet  devices.  These 
devices  when  installed  must  be  tightly 
closed  with  approved  caps,  plugs,  valves, 
or  other  suitable  fittings.  Provision  must 
be  made  for  closing  pipe  connections  of 
valves. 

13.  Bottom  discharge  outlets.  Boston 
discharge  outlet  is  prohibited,  but  tank 
may  be  equipped  with  a  sump. 

14.  (a)  Safety  valves.  The  tank  must 
be  equipped  with  a  safety  valve  at  least 
2  inches  inside  diameter  mounted  on  top 
of  expansion  dome. 

(b)  One  safety  valve  must  be  provided 
for  each  tank. 

(c)  The  safety  valve  must  be  set  to 
open  at  a  pressure  of  60  pounds  per 
square  inch.  (For  tolerances  see  para¬ 
graph  18). 

15.  Fixtures,  reinforcements  and 
attachments  not  otherwise  specified. 
All  attachments  to  tank  and  dome  must 
be  riveted  in  place  and  calked  to  comply 
with  conditions  prescribed  in  paragraphs 
6  and  8. 
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16.  Plugs  lor  openings.  All  plugs  must 
be  solid,  made  of  materials  prescribed  in 
paragraph  3,  with  standard  pipe  thread 
and  taper,  and  when  in  contact  with 
lading  must  be  of  a  length  which  will 
screw  at  least  six  threads  inside  the  face 
of  fitting  or  tank.  Plugs  when  inserted 
from  the  outside  of  tank  heads  must 
have  the  letter  “S”  at  least  %  inch  in 
size  stamped  with  steel  stamp  or  cast  on 
the  outside  surface  to  indicate  the  plug  | 
is  solid.  Plugs  when  inserted  from  the 
inside  are  identified  by  appearance  of 
the  plug  on  the  outside  of  the  tank  as 
being  solid — therefore,  no  mark  required. 

17.  Test  of  tanks.  Each  tank  must  be 
tested,  before  being  put  into  service  and 
also  at  intervals  as  prescribed  in  para¬ 
graph  19,  by  completely  filling  tank  and 
dome  with  water,  or  other  liquid  having 
similar  viscosity,  of  a  temperature  which 
must  not  exceed  100  degrees  F.  during 
the  test,  and  applying  pressure  of  60 
pounds  per  square  inch.  Tank  must 
hold  the  prescribed  pressure  for  at  least 
10  minutes  without  leakage  or  evidence 
of  distress.  All  rivets  and  closures,  ex¬ 
cept  safety  valves,  must  be  in  place  while 
test  is  made. 

18.  Tests  of  safety  valves.  Valves  must 
be  tested  before  being  put  into  service 
by  attaching  to  an  air  line  and  applying 
pressure.  The  valve  must  open  at  the 
pressure  prescribed  in  paragraph  14  (c) , 
with  a  tolerance  of  plus  or  minus  3 
pounds. 

19.  Retests  of  tanks  and  safety  valves. 
Tanks  and  safety  valves  must  be  retested 
as  prescribed  for  original  tests  in  para¬ 
graphs  17  and  18,  except  that  an  acid 
may  be  used  for  filling  tank  and  dome 
when  testing  tanks  which  have  not  been 
in  service  more  than  12  years.  The  first 
retest  must  be  conducted  within  four 
years  after  the  original  test,  and  subse¬ 
quent  retests  at  four-year  intervals  up 
to  12  years  of  service,  thereafter  at  two- 
year  intervals  up  to  20  years  of  service, 
and  annually  after  20  years  of  service. 
Tanks  in  service  over  12  years  must  be 
internally  inspected  for  defects  which 
would  make  leakage  or  failure  probable 
during  transit  and  must  be  tested  with 
water  only.  Tanks  must  also  be  retested 
before  being  returned  to  service  after 
extensive  riveting,  calking,  or  other  re¬ 
pairs.  Reports  must  be  rendered  as  pre¬ 
scribed  in  paragraph  21. 

20.  Marking.  Each  tank  must  be 
marked,  thus  certifying  that  the  tank 
complies  with  all  the  requirements  of 
this  specification.  These  marks  must  be 
as  follows: 

(a)  ICC-103C-AL  in  letters  and  fig¬ 
ures  at  least  %  inch  high,  stamped 
plainly  and  permanently  into  the  metal 
near  the  center  of  one  outside  head  of 
the  tank.  This  mark  must  also  be  sten¬ 
ciled  on  the  jacket,  in  letters  and  figures 
at  least  2  inches  high. 

(b)  Initials  of  manufacturer  and  date 
of  original  test  of  tank  in  letters  and 


figures  at  least  %  inch  high,  stamped 
plainly  and  permanently  into  the  metal 
of  the  tank  immediately  below  the 
stamped  mark  specified  in  paragraph  20 
(a).  These  initials  and  date  must  also  be 
stenciled  on  the  jacket,  in  letters  and 
figures  at  least  2  inches  high. 

(c)  Date  on  which  the  tank  was  last 
tested,  pressure  to  which  tested,  place 
where  test  was  made,  and  by  whom, 
stenciled  on  the  jacket. 

(d)  Date  on  which  the  safety  valve  was 
last  tested,  pressure  to  which  tested,  place  ! 
where  test  was  made,  and  by  whom,  sten¬ 
ciled  on  the  jacket. 

(e)  When  a  tank  car  and  its  appurte¬ 
nances  are  designed  and  authorized  for 
the  transportation  of  a  particular  com¬ 
modity  only,  the  name  of  that  commod¬ 
ity  followed  by  the  word  “only,”  or  such 
other  wording  as  may  be  required  to 
indicate  the  limits  of  usage  of  the  car, 
must  be  stenciled  on  each  side  of  the 
tank,  in  letters  at  least  2  inches  high, 
immediately  above  the  stenciled  mark 
specified  in  paragraph  20  (a). 

21.  Reports.  Before  a  tank  car  is 
placed  in  service,  the  party  assembling 
the  completed  car  must  furnish  to  car 
owner.  Bureau  of  Explosives,  and  the  sec¬ 
retary,  mechanical  division,  Association 
of  American  Railroads,  a  report  in  ap¬ 
proved  form  certifying  that  the  tank  and 
its  equipment  comply  with  all  the  re¬ 
quirements  of  this  specification.  In  case 
of  alterations  of  the  tank  or  equipment 
therefor  from  original  design,  a  similar 
report  must  be  rendered  to  the  same  par¬ 
ties.  For  the  periodic  retests  of  tank  and 
safety  valves,  other  than  above  men¬ 
tioned,  reports  must  be  rendered  to  the 
Bureau  of  Explosives  and  to  car  owner. 
In  addition  to  the  foregoing,  owners  or 
operators  of  cars  where  construction  is 
authorized  herein  shall  make  semiannual 
inspection  of  the  tanks  and  report  their 
condition  to  the  above  parties. 

APPENDIX 

AAR  Requirements 

AAR^5.  Dishing  of  tank  heads.  Tank 
heads  must  be  dished  for  pressure  on 
concave  side  and  to  main  inside  radius 
not  exceeding  10  feet.  The  inside 
knuckle  radius  must  be  not  less  than  3% 
inches. 

AAR-6,  (a)  Anchorage.  The  min¬ 
imum  shearing  and  bearing  values  of 
rivets  connecting  longitudinal  anchor 
plates  to  tank  and  underframe  shall  be 
as  follows: 

Connection  of  single  piece  anchor 
plates  to  tank:  (A  single  piece  anchor  is 
one  having  longitudinal  anchor  plate  on 
each  side  of  the  center  sill  construction.) 

Shearing  area  of  aluminum  rivets, 
based  on  20,000  minimum  shear  value, 
not  less  than  66  square  inches. 

Bearing  area  of  aluminum  rivets,  based 
on  54,000  minimum  bearing  value,  not 
less  than  43  square  inches. 


Connection  of  a  single  piece  anchor 
plate  to  underframe. 

Shearing  area  of  steel  rivets,  not  less 
than  15  square  inches. 

Bearing  area  of  steel  rivets  using  alu¬ 
minum  anchorage  plate  with  minimum 
bearing  value  of  54,000,  not  less  than  22 
square  inches. 

The  shearing  and  bearing  values  of 
rivets  securing  anchor  plates  to  under¬ 
frame  shall  not  exceed  70  percent  of 
the  shearing  and  bearing  values,  respec¬ 
tively,  of  those  used  for  connection  of 
anchor  plates  to  tank.  The  maximum 
diameter  of  a  driven  aluminum  rivet  in 
the  anchor  must  not  exceed  its  nominal 
diameter  plus  i&2  inch.  Head  block 
anchorage  prohibited. 

(b)  Tank  bands.  Each  tank  shall 
have  at  least  two  bands,  one  at  each 
bolster,  or  other  approved  means  of  equal 
strength  and  security.  If  more  than  the 
prescribed  two  bands  are  used,  their  lo¬ 
cation  is  optional. 

All  tank  bands  shall  be  in  direct  con¬ 
tact  with  outside  of  main  shell. 

The  cross  sectional  area  of  the  tank 
band  shall  at  no  place  be  less  than  the 
equivalent  of  one  square  inch  of  steel. 

A  threaded  end  1%  inches  or  more  in 
diameter,  with  body  consisting  of  a  flat 
band  2  inches  by  V2  inch,  or  equivalent 
section,  or  round  IVb  inches  in  diameter, 
will  be  accepted  as  meeting  this  require¬ 
ment. 

(c)  Bolster  slabbing.  Contact  bearing 
area  shall  be  not  less  than  20  square  feet. 

Not  less  than  50  percent  of  the  above 
prescribed  minimum  of  number  of  square 
feet  of  bolster  slabbing  bearing  area  shall 
be  outside  the  zone  of  center  sill  con¬ 
struction. 

AAR— 14.  Safety  valves.  Safety  valve 
must  be  of  approved  design. 

AAR^20.  Marking.  For  all  other 
markings,  see  Fig.  1,  AAR  Specifications. 

AAR-21.  Certificate  of  construction. 
For  form  of  certificate  of  construction 
see  section  F,  page  6,  AAR  Specifica¬ 
tions. 

AAR-22.  Car  structure.  For  car  struc¬ 
ture  see  section  H,  page  8,  AAR  Specifica¬ 
tions. 

It  is  further  ordered.  That  tank  car 
construction  under  this  order  is  hereby 
authorized  for  use  on  and  after  the  date 
of  approval  and  publication  hereof,  or 
until  further  order  by  the  Commission; 

And  it  is  further  ordered.  That  copies 
of  this  order  be  served  upon  all  the  re¬ 
spondents  herein,  and  that  notice  to  the 
public  be  given  by  posting  in  the  office  of 
the  Secretary  of  the  Commission  at 
Washington,  D.  C. 

Dated  at  Washington,  D.  C.  this  7th 
day  of  June  1940. 

By  the  Commission,  Commissioner 
Johnson. 

[seal]  W.  P.  Bartel, 

Secretary. 

[F.  R.  Doc.  40-2423;  FUed,  June  14,  1940; 
11:35  a.  m.] 
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Notices 


department  of  the  interior. 

Bituminous  Coal  Division. 

[Order  No.  295] 

An  Order  Directing  Code  Members, 
Other  Producers,  Registered  Distrib¬ 
utors,  and  Registered  Farmers’  Co¬ 
operative  Organizations  to  Maintain 
Records  and  to  File  With  the  Divi¬ 
sion,  Copies  of  Certain  Invoices, 
Credit  and  Debit  Memoranda  and 
Other  Statistical  Information 

The  Director  being  of  the  opinion  that, 
in  order  to  carry  out  the  provisions  of 
the  Bituminous  Coal  Act  of  1937,  it  is 
necessary  that  information  as  herein¬ 
after  described  be  maintained  or  filed 
with  the  Division,  therefore 
It  is  ordered,  That: 

I.  Pursuant  to  Section  10  (a)  of  the 
Act,  the  Rules  and  Regulations  for  Regis¬ 
tration  of  Distributors,  and  other  au¬ 
thority  granted  by  law,  each  code  mem¬ 
ber  producer  shall  maintain,  beginning 
on  July  1,  1940,  for  each  day,  a  record  of 
the  actual  sizes  loaded  at  the  mine  into 
each  railroad  car,  with  car  initial  and 
number,  into  each  barge,  with  barge 
name  and  number,  or  conveyed  directly 
into  the  bins  or  the  locomotive  tender  of 
the  consumer.  All  such  loading  sheets 
shall  designate  the  coal  as  raw  or 
mechanically  cleaned.  Each  sales  agent, 
registered  distributor,  and  registered 
farmers’  cooperative  organization  shall 
maintain  copies  of  their  shipping  records 
and  daily  billing  sheets. 

These  records,  together  with  all  sup¬ 
porting  data,  shall  be  kept  on  file  at  the 
mine  office  of  the  code  member,  and  in 
the  main  office  of  the  sales  agent, 
or  registered  distributor,  or  registered 
farmers’  cooperative  organization  for  a 
period  of  twelve  months,  and  shall  be 
held  available  for  inspection  by  the  Divi¬ 
sion  or  for  transmittal  to  the  Division 
upon  request. 

all-rail  shipments 

n.  Pursuant  to  section  4  II  (a)  of  the 
Act,  the  Rules  and  Regulations  for  Regis¬ 
tration  of  Distributors,  and  other  au¬ 
thority  granted  by  law,  beginning  on 
July  l,  1940,  all  code  members  or  their 
sales  agents,  registered  distributors,  per¬ 
sons  under  their  control 1  and  registered 
farmers’  cooperative  organizations,  shall 
report  all-rail  shipments  (including  car 
ferry  shipments)  of  coal  occurring  on  or 
after  the  above  date  by  filing  the  follow¬ 
ing  data  immediately  as  rendered,  with 
the  Statistical  Bureau  of  the  Division 
for  the  District  in  which  the  coal  was 
Produced: 


/The  term  “control”  means  the  possession, 
direct  or  indirect,  of  the  power  to  direct  or 
cause  the  direction  of  the  management  and 
Policies  of  a  person,  whether  through  the 
ownership  of  voting  securities,  by  contract, 
or  otherwise. 


(1)  true  copies  of  invoices  and  credit 
and  debit  memoranda  for  all  coal 
shipped,  all  coal  moved  to  storage  (other 
than  storage  at  the  mine  for  which  a 
record  is  maintained  as  part  of  the  mine 
inventory),  and  all  coal  exchanged  or 
borrowed; 

(2)  copies  of  debit  and  credit  memo¬ 
randa  issued  in  the  event  of  reconsign¬ 
ments,  diversions,  confiscations,  losses, 
or  adjustments; 

(3)  copies  of  journal  entries  for  every 
transaction  which  in  any  way  affects  the 
realization  of  coal  sold  or  otherwise  I 
disposed  of  and  which  does  not  appear 
on  copies  of  invoices  and  credit  and 
debit  memoranda  filed  pursuant  to  this 
order.  Such  journal  entries  shall  be 
fully  descriptive  of  the  adjustments 
made  and  shall  be  related  to  the  in¬ 
voices  or  credit  and  debit  memoranda 
with  respect  to  the  original  transaction 
or  transactions  by  number,  date,  and 
any  other  necessary  identification. 

The  invoices  and  credit  and  debit 
memoranda  shall  contain  the  following 
information: 

A.  The  invoice  number  and  date  of 
invoice.  (Where  coal  is  sold  through 
registered  distributors  or  registered 
farmers’  cooperative  organizations  the 
number  of  the  producer’s  invoice  shall 
also  be  shown  on  the  copies  of  the  regis¬ 
tered  distributors’  and  registered  farm¬ 
ers’  cooperative  organizations’  invoices.) 

B.  Vendor’s  contract  number  or  order 
number. 

C.  The  name  of  the  code  member  pro¬ 
ducer  as  it  is  shown  on  the  price  sched¬ 
ule,  and  his  address. 

D.  The  names  and  addresses  of  the 
sales  agents  and  registered  distributors 
and  registered  farmers’  cooperative  or¬ 
ganizations  through  whom  the  coal  is 
sold. 

E.  The  name  and  Mine  Index  Number 
of  the  originating  mine,  central  washery, 
or  cleaning  plant  as  shown  in  the  price 
schedule.  (Where  coal  is  consigned  out 
of  or  sold  from  storage  other  than  tide¬ 
water  or  lake  storage  and  storage  at  the 
mine  for  which  a  record  is  maintained 
as  part  of  the  mine  inventory,  there  shall 
be  included  on  the  copies  of  the  invoices, 

I  debit  and  credit  memoranda,  identifica¬ 
tion  of  the  storage  pile  by  name  as  car¬ 
ried  on  the  books  of  the  company,  by 
location,  by  kind,  quality  and  size  of  coal, 
except  that  in  place  of  the  name  of  the 
producing  mine  there  shall  be  shown  the 
name  of  the  storage  pile  from  which  the 
shipment  was  made.) 

F.  The  day,  month  and  year  of  ship¬ 
ment. 

G.  The  car  number  and  initials. 

H.  The  name  of  the  originating  car¬ 
rier. 

I.  Carrier  method  1  (All-rail  including 
movement  by  truck  to  a  railroad  siding 
or  to  a  central  cleaning  plant  and  thence 
to  final  destination  by  rail)  or  carrier 
method  6  (conveyor,  private  railroad, 
tramway,  or  no  movement,  including 


railroad  locomotive  fuel  delivered  at  the 
tipple) . 

J.  The  amount  of  transportation 
charges  prepaid  by  the  shipper. 

K.  The  full,  unabbreviated  name  and 
address  of  the  purchaser.  (This  shall  be 
shown  on  registered  distributors’  and 
registered  farmers’  cooperative  organiza¬ 
tions’  invoices  and  credit  and  debit 
memoranda  and,  when  known  by  the 
producer  or  sales  agent,  shall  be  shown 
on  the  copies  of  their  invoices  and  credit 
and  debit  memoranda.) 

L.  The  name  of  the  consignee. 

M.  The  final  destination  by  city,  state 
and  market  area  number,  except  that 
where  the  price  schedule  lists  prices  for 
“all  market  areas”,  the  market  area 
numbers  may  be  omitted. 

N.  The  gross  f.  o.  b.  mine  price  in 
cents  per  net  ton  before  deduction  of 
commissions  and  discounts.  [Convert 
gross  ton  (2,240  lbs.)  price  to  net  ton 
(2,000  lbs.)  price.] 

O.  The  gross  realization  f.  o.  b.  mine 
(i.  e.,  before  deduction  of  commissions 
and  discounts. 

P.  Railroad  scales  weight  of  contents 
of  each  car. 

Q.  The  terms  of  payment. 

R.  The  rate  of  registered  distributors’ 
discount  in  cents  per  net  ton,  if  coal 
is  sold  to  a  registered  distributor,  and 
the  rate  of  the  registered  farmers’  co¬ 
operative  organization’s  discount  in 
cents  per  net  ton  if  coal  is  sold  to  a 
registered  farmers’  cooperative  organi¬ 
zation. 

S.  The  method  of  sale  in  open  market, 
designated  by  letter  and  number  as  fol¬ 
lows: 

S-l.  Sold  by  producer’s  employees  for 
the  producer,  without  taking  of  title  by 
the  employee.  (Not  required  on  regis¬ 
tered  distributors’  or  registered  farmers’ 
cooperative  organizations’  invoices  or 
credit  and  debit  memoranda.) 

S-2.  Sold  on  behalf  of  the  producer  by 
a  sales  agent  affiliated  with  'he  pro¬ 
ducer,  without  taking  of  title  b>  ;  he  sales 
agent.  (Not  required  on  registered  dis¬ 
tributors’  or  registered  farmers’  coopera¬ 
tive  organizations’  invoices  or  credit  and 
debit  memoranda.) 

S-3.  Sold  on  behalf  of  the  producers, 
by  a  sales  agent  not  affiliated  with  the 
producer  without  taking  of  title  by  the 
sales  agent.  (Not  required  on  registered 
distributors’  or  registered  farmers’  co¬ 
operative  organizations’  invoices  and 
credit  or  debit  memoranda.) 

S-4.  Sold  at  a  discount  to  a  registered 
distributor  or  registered  farmers’  cooper¬ 
ative  organization. 

S-5.  Sold  through  both  an  affiliated 
sales  agent  and  a  registered  distributor  or 
a  registered  farmers’  cooperative  organi¬ 
zation. 

S-6.  Sold  through  both  non -affiliated 
sales  agents  and  a  registered  distributor 
or  a  registered  farmers’  cooperative  or¬ 
ganization. 

S-7.  Sold  through  both  a  sales  agent 
and  an  unregistered  distributor. 
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T.  The  actual  size  shipped. 

1.  Give  the  specific  size  dimensions  in 
inches  and  fractions  of  inches  or  mesh, 
including  both  top  and  bottom  size  of 
double-screened  coals. 

2.  In  case  sizes  or  grades  are  altered, 
modified  or  mixed,  give  complete  infor¬ 
mation  covering  sizes  removed  or  added 
and  percentage  removed  or  added. 

3.  If  substitution  is  permitted,  after 
minimum  prices  are  in  effect,  give  the 
permit  number  and  designate  both  the 
size  billed  and  the  size  shipped. 

4.  In  case  of  railroad  fuel  where  prior 
authorization  for  substitution  is  unneces¬ 
sary,  the  copy  of  the  invoice  must  show 
both  the  size  ordered  and  the  size 
shipped. 

U.  The  specific  use  by  letter  and  num¬ 
ber  as  follows: 8 

U-l.  Locomotive  fuel. 

U-4.  Industrial,  for  all  types  of  burn¬ 
ing  equipment  except  burners  of  pulver¬ 
ized  fuel. 

U-5.  Industrial,  for  use  in  burners  of 
pulverized  fuel. 

U-6.  Domestic. 

U-7.  Water  gas,  vertical  or  horizontal 
retort. 

U-8.  Other  railroad  uses. 

U-9.  By-product.  (Designate  by  name 
only  other  uses  such  as  smithing  coal  for 
which  special  prices  are  provided.) 
(After  minimum  prices  are  established 
reference  should  be  made  to  the  mini¬ 
mum  price  schedules  of  the  Division  for  a 
more  detailed  definition  of  the  above 
uses.) 

V.  A  description  of  preparation  by 
number  as  follows: 

1.  Mechanically  cleaned,  not  treated. 

2.  Mechanically  cleaned,  treated. 

3.  Raw  coal,  not  treated. 

4.  Raw  coal,  treated. 

W.  The  date  of  the  tax  exemption  cer¬ 
tificate  received  in  case  of  sales  for  use 
in  essential  governmental  functions  and 
the  name  and  address  of  the  govern¬ 
mental  authority  issuing  the  certificate. 

X.  Where  coal  has  been  sold  pursuant 
to  a  lawful  and  bona  fide  written  con¬ 
tract  entered  into  prior  to  June  16,  1933, 
state  “Pre-June  16,  1933  contract.” 

SHIPMENTS  INVOLVING  WATER  MOVEMENTS 

III.  Pursuant  to  Section  4  n  (a)  of 
the  Act,  the  Rules  and  Regulations  for 
Registration  of  Distributors,  and  other 
authority  granted  by  a  law,  all  code 
members  or  their  sales  agents,  regis¬ 
tered  distributors,  persons  under  their 
control,*  and  registered  farmers’  cooper¬ 
ative  organizations  shall  file,  beginning 
on  July  1,  1940,  and  thereafter  as  a 
new  permit  and  account  numbers  are 
obtained,  with  the  statistical  bureau  of 
the  Division  for  the  District  or  Dis¬ 
tricts  in  which  the  producing  mine  is 
located,  a  list  of  their  lake  permit  and 
tidewater  account  or  classification  num- 


J  See  section  IV  on  bunker  and  vessel  fuel. 
*  See  footnote  1. 


bers  and  names,  together  with  a  de¬ 
scription  of  each. 

IV.  Pursuant  to  Section  4  n  (a)  of 
the  Act,  the  Rules  and  Regulations  for 
Registration  of  Distributors,  and  other 
authority  granted  by  law,  beginning  on 
July  1,  1940,  all  code  members,  or  their 
sales  agents,  registered  distributors,  per¬ 
sons  under  their  control/  and  registered 
farmers’  cooperative  organizations  shall 
report  all  shipments  involving  water 
movement,  except  car  ferry  and  ex¬ 
dock,5  of  coal  by  filing  immediately  as 
rendered,  the  following  data: 

1.  true  copies  of  invoices  and  credit 
and  debit  memoranda  for  all  coal 
shipped,  all  coal  moved  to  storage  (other 
than  storage  at  the  mine  for  which  a 
record  is  maintained  as  part  of  the  I 
mine  inventory) ,  and  all  coal  exchanged 
or  borrowed; 

2.  Copies  of  debit  and  credit  memo¬ 
randa  issued  in  the  event  of  reconsign¬ 
ments,  diversions,  confiscations,  losses,  or 
adjustments; 

3.  copies  of  journal  entries  for  every 
transaction  which  in  any  way  affects  the 
realization  of  coal  sold  or  otherwise  dis¬ 
posed  of  and  which  does  not  appear  on 
copies  of  invoices  and  credit  and  debit 
memoranda  filed  pursuant  to  this  order. 
Such  journal  entries  shall  be  fully  de¬ 
scriptive  of  the  adjustments  made  and 
shall  be  related  to  the  invoices  and  credit 
and  debit  memoranda  with  respect  to 
the  original  transaction  or  transactions 
by  number,  data,  and  any  other  neces¬ 
sary  identification. 

These  data  shall  be  filed: 

(a)  for  each  movement  of  coal  via 
tidewater  and  lake,  and  sold  or  billed  for 
shipment  from  dumping  piers  to  receiv¬ 
ing  docks,  from  dumping  piers  to  along¬ 
side  consumers,  from  dumping  piers  over 
unloading  docks  to  ultimate  purchaser, 
from  ground  storage  piles  (not  storage 
on  docks)  to  receiving  docks,  and  from' 
ground  storage  piles  (not  storage  on 
docks)  to  ultimate  purchaser,  with  the 
Washington  office  of  the  Division; 0 

(b)  for  all  other  coal  movements  via 
tidewater  and  lake,  including  those 
movements  where  coal  is  sold  or  billed 
for  shipment  from  originating  mine  to 

,  dumping  pier,  from  originating  mine  to 
receiving  dock,  from  originating  mine  to 
ultimate  consumer,  from  originating 
mine  to  ground  storage  not  at  the  docks 
for  ultimate  transportation  by  water, 
with  the  Statistical  Bureau  of  the  Divi¬ 
sion  for  the  District  in  which  the  coal 
was  produced; 

(c)  for  coal  sold  or  billed  for  move¬ 
ment  via  river,  with  the  Statistical  Bu¬ 
reau  of  the  Division  for  the  District  in 
which  the  coal  is  produced. 


4  See  footnote  1. 

5  For  car  ferry  see  section  n.  For  ex-dock 
see  sections  V,  VI,  and  VII. 

•  These  reports  should  be  sent  to  the 
Washington  Office  since  any  one  report  may 
involve  shipments  from  several  origin  dis¬ 
tricts  and  thus  cannot  be  reported  to  any 
specific  statistical  bureau. 


The  invoices  and  credit  and  debit 
memoranda  shall  contain  the  following 
information: 

A.  The  invoice  number  and  the  date 
of  invoice.  (Where  coal  is  sold  through 
registered  distributors  or  registered 
farmers’  cooperative  organizations,  the 
number  of  the  producer’s  invoice  shall 
also  be  shown  on  the  copies  of  the  regis¬ 
tered  distributors’  invoices  or  registered 
farmers’  cooperative  organizations’  in¬ 
voices. 

B.  The  vendor’s  contract  number  or 
order  number. 

C.  If  known,  the  name  of  the  code 
member  producer  as  it  is  shown  on  the 
price  schedule,  and  his  address. 

D.  The  names  and  addresses  of  the 
sales  agents  and  registered  distributors 
and  registered  farmers’  cooperative  or¬ 
ganizations  through  whom  the  coal  is 
sold. 

E.  If  known,  the  name  and  Mine  Index 
Number  of  the  originating  mine,  central 
washery,  or  cleaning  plant  as  shown  in 
the  price  schedule.  (Where  coal  is  con¬ 
signed  to  any  ground  storage  at  or  near 
the  dumping  piers,  or  river  loading  point, 
or  is  consigned  out  of  or  sold  from  tide¬ 
water  or  lake  storage  at  or  near  a  river 
loading  point,  there  shall  be  included  on 
the  copies  of  the  invoices,  debit  and  credit 
memoranda,  identification  of  the  storage 
pile  by  name  as  carried  on  the  books  of 
the  company,  by  location,  by  kind,  qual¬ 
ity  and  size  of  coal,  except  that  in  place 
of  the  name  of  the  producing  mine  there 
shall  be  shown  the  name  of  the  storage 
pile  from  which  the  shipment  was  made.) 

F.  The  day,  month  and  year  of  ship¬ 
ment. 

G.  The  barge  number  and  name,  or 
vessel  name. 

H.  If  known,  the  name  of  the  originat¬ 
ing  railroad  carrier. 

I.  The  method  of  shipment  (carrier 
method)  designated  by  number  as  fol¬ 
lows: 

2.  River  (including  movement  by  truck 
or  rail  or  otherwise  to  river  dumping 
point  and  thence  by  river) . 

3.  Ex-river  (including  movement  by 
truck  or  rail  or  otherwise  to  river  dump¬ 
ing  point  and  thence  by  river  and  ex¬ 
river). 

4.  Tidewater. 

5.  Lake. 

J.  Transportation  charges: 

1.  The  amount  of  transportation 
charges  prepaid  by  the  shipper. 

2.  Where  coal  is  shipped  and  billed 
from  the  mine  to  a  tidewater  or  lake 
dumping  pier  or  a  river  loading  point, 
copies  of  invoices  or  debit  memoranda 
issued  shall  show  on  their  face  the 
amount  of  the  rail  transportation  charge 
published  by  the  carrier  for  the  through 
rate  from  the  mine  to  the  dumping  pier 
or  point. 

3.  Where  coal  is  shipped  and  billed 
from  the  mine  to  a  receiving  dock  or 
consumer  and  moved  via  tidewater,  lake, 
or  river  and  where  coal  is  shipped  and 
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billed  from  a  dumping  pier  or  river  point ! 
to  a  receiving  dock  or  consumer  and 
moved  via  tidewater,  lake,  or  river,  copies 
of  invoices  or  debit  memoranda  shall 
show  on  their  face  the  amount  of  the  rail 
transportation  charge  published  by  the 
carrier  for  the  through  rate  from  the 
mine  to  the  dumping  pier  or  point  and 
the  water  transportation  charge,  or  in 
case  no  charge  is  made  for  water  trans¬ 
portation,  the  cost  of  such  transporta¬ 
tion. 

K.  The  full  unabbreviated  name  and 
address  of  the  purchaser.  (This  shall  be 
shown  on  registered  distributors’  and  reg¬ 
istered  fanners’  cooperative  organiza¬ 
tions’  invoices  and  credit  and  debit  mem¬ 
oranda  and,  when  known  by  the  pro¬ 
ducer  or  sales  agent,  shall  be  shown  on 
the  copies  of  their  invoices  and  credit 
and  debit  memoranda.) 

L.  The  name  of  the  consignee. 

M.  If  known,  the  final  destination  by 
city,  state  and  market  area  number, 
except  that  where  the  price  schedule 
lists  prices  for  “all  market  areas,”  the 
market  area  numbers  may  be  omitted. 
(Where  coal  moves  to  lake  or  tidewater 
for  transshipment  by  vessel,  show  also 
the  dumping  port.  Where  coal  moves 
to  river  for  transshipment  by  barge  or 
vessel,  show  also  the  river  loading  point. 
Where  coal  moves  ex-river,  show  also 
the  lifting  point.  In  case  of  export 
sales,  exclusive  of  Canada,  show  coun¬ 
try  of  destination  and  indicate  word 
“export”  on  face  of  invoice. 

N.  The  gross  f.  o.  b.  mine  or  trans¬ 
shipping  point  price  in  cents  per  net 
ton  before  deduction  of  commissions  and 
discounts.  [Convert  gross  ton  (2,240 
lbs.)  price  to  net  ton  (2,000  lbs.)  price.] 

O.  The  gross  realization  f.  o.  b.  the 
mine  or  transshipping  point  (i.  e.,  before 
deduction  of  commissions  or  discounts). 

P.  The  total  weight  of  lading  con¬ 
tents  in  each  car,  barge  or  vessel. 

Q.  The  terms  of  payment. 

R.  The  rate  of  registered  distributors’ 
or  registered  farmers’  cooperative  organ¬ 
izations’  discount  in  cents  per  net  ton, 
if  coal  is  sold  through  a  registered  dis¬ 
tributor  or  registered  farmers’  coopera¬ 
tive  organization. 

S.  The  method  of  sale  in  open  market, 
designated  by  letter  and  number  as  fol¬ 
lows: 

S-l.  Sold  by  producer’s  employees  for 
the  producer,  without  taking  of  title  by 
the  employee.  (Not  required  on  regis¬ 
tered  distributor’s  or  registered  farmers’ 
cooperative  organizations’  invoice  or 
credit  and  debit  memoranda.) 

S-2.  Sold  on  behalf  of  the  producer 
by  a  sales  agent  affiliated  with  the  pro¬ 
ducer,  without  taking  of  title  by  the 
sales  agent.  (Not  required  on  registered 
distributors’  or  registered  farmers’  co¬ 
operative  organizations’  invoices  or 
credit  and  debit  memoranda.) 

S-3.  Sold  on  behalf  of  the  producer,  by 
a  sales  agent  not  affiliated  with  the  pro¬ 
ducer  without  taking  of  title  by  the  sales 
agent.  (Not  required  on  registered  dis¬ 


tributors’  or  registered  farmers’  coopera¬ 
tive  organizations’  invoices  or  credit  and 
debit  memoranda.) 

S-4.  Sold  at  a  discount  to  a  registered 
distributor  or  registered  farmers’  cooper¬ 
ative  organization. 

S-5.  Sold  through  both  an  affiliated 
sales  agent  and  a  registered  distributor 
or  registered  farmers’  cooperative  organ¬ 
ization. 

S-6.  Sold  through  both  non- affiliated 
sales  agents  and  registered  distributors 
or  registered  farmers’  cooperative  organ¬ 
izations. 

S-7.  Sold  through  both  a  sales  agent 
and  an  unregistered  distributor. 

T.  The  actual  size  shipped. 

1.  Give  the  specific  size  dimensions  in 
inches  and  fractions  of  inches  or  mesh, 
including  both  top  and  bottom  size  of 
double-screened  coals. 

2.  In  case  sizes  or  grades  are  altered, 
modified,  or  mixed,  give  complete  infor¬ 
mation  covering  sizes  removed  or  added 
and  percentage  removed  or  added. 

3.  If  substitution  is  permitted,  after 
minimum  prices  are  in  effect,  give  the 
permit  number  and  designate  both  the 
size  billed  and  the  size  shipped. 

4.  In  case  of  railroad  fuel  where  prior 
authorization  for  substitution  is  unneces¬ 
sary,  the  copy  of  the  invoice  must  show 
both  the  size  ordered  and  the  size  ship¬ 
ped.  No  permit  number  is  required. 

U.  The  specific  use  by  letter  and  num¬ 
ber  as  follows: 

U-l.  Locomotive  fuel. 

U-2.  Bunker  and  vessel  fuel.  (Tide¬ 
water,  lake  and  river — indicate  when  ves¬ 
sel  destined  for  foreign  ports.) 

U-4.  Industrial  for  all  types  of  burning 
equipment  except  burners  of  pulverized 
fuel. 

U-5.  Industrial  for  use  in  burners  of 
pulverized  fuel. 

U-6.  Domestic. 

U-7.  Water  gas,  vertical  or  horizontal 
retort. 

U-8.  Other  railroad  uses. 

U-9.  By-product.  (Designate  by  name 
only  other  uses  such  as  smithing  coal  for 
which  special  prices  are  provided.) 
(After  minimum  prices  are  established 
reference  should  be  made  to  the  mini¬ 
mum  price  schedules  of  the  Division  for 
a  more  detailed  definition  of  the  above 
uses.) 


of  preparation  by 


V.  A  description 
number  as  follows: 

1.  Mechanically  cleaned,  not  treated. 

2.  Mechanically  cleaned,  treated. 

3.  Raw  coal,  not  treated. 

4.  Raw  coal,  treated. 

W.  The  date  of  the  tax  exemption  cer¬ 
tificate  received  in  case  of  sales  for  use 
in  essential  governmental  functions  and 
the  name  and  address  of  the  govern¬ 
mental  authority  issuing  the  certificate. 

X.  Where  the  coal  has  been  sold  pur¬ 
suant  to  a  lawful  and  bona  fide  written 
contract  entered  into  prior  to  June  16, 
1933,  state  “Pre-June  16,  1933  contract. 


Y.  A  description  of  the  method  of  de¬ 
livery  (whether  alongside  consumer’s 
dock,  or  unloaded  on  other  receiving  fa¬ 
cilities)  . 

Z.  Where  the  coal  is  consigned  for  stor¬ 
age  on  tidewater,  lake  or  river  docks  in 
the  name  of  any  of  the  above  persons  and 
where  ownership  is  retained  until  the 
coal  is  sold,  show: 

1.  The  value  of  the  coal  in  the  con¬ 
signment  as  it  is  recorded  on  the  books  of 
the  reporting  company. 

2.  The  f.  o.  b.  mine  price  of  the  coal. 

3.  When  the  minimum  prices  are  in 
effect,  the  minimum  price  f.  o.  b.  mine. 

4.  The  transportation  charges  from  the 
mine  to  the  vessel  which  carries  the 
coal  to  the  docks. 

5.  The  water  transportation  charges 
from  the  dumping  pier  to  the  receiving 
dock. 

6.  The  unloading  charges  at  the  re¬ 
ceiving  dock. 

7.  An  itemization  of  all  other  charges 
incurred  between  the  dumping  pier  and 
the  receiving  dock. 

SHIPMENTS  EX-DOCK 

V.  Pursuant  to  Section  4  II  (a)  of  the 
Act,  the  Rules  and  Regulations  for  reg¬ 
istration  of  Distributors  and  other  au¬ 
thority  granted  by  law,  all  code  mem¬ 
bers  or  their  sales  agents,  registered  dis¬ 
tributors,  persons  under  their  control,7 
and  registered  farmers’  cooperative  or¬ 
ganizations  shall  report  certain  sales  of 
coal  by  filing  beginning  on  July  1,  1940, 
immediately  as  rendered,  with  the 
Washington  Office  of  the  Division  for 
shipments  of  coal  sold  or  billed  ex¬ 
tidewater  docks,  ex-lake  docks  and  ex¬ 
river  docks,  occurring  on  or  after  the 
above  date,  copies  of  invoices  and  credit 
and  debit  memoranda  containing  the 
following  information  (See  Section  VII 
of  this  Order  for  movements  off  dock  by 
truck) : 

A.  The  name  and  address  of  the  dock. 

B.  The  name  of  the  dock  operator. 

C.  The  name  of  the  vendor  of  the  coal 
if  the  vendor  is  not  the  dock  operator. 

D.  The  day,  month,  and  year  of  ship¬ 
ment. 

E.  The  full,  unabbreviated  name  and 
address  of  the  purchaser. 

F.  The  destination  to  which  the  coal 
is  shipped,  if  known. 

G.  The  use  by  number,  as  follows,  if 
known : 

U-l.  Locomotive  fuel. 

U-2.  Bunker  and  vessel  fuel.  (Tide¬ 
water,  lake  and  river — indicate  when  ves¬ 
sel  destined  for  foreign  ports.) 

U-4.  Industrial,  for  use  in  all  types 
of  burning  equipment  except  burners  of 
pulverized  fuel. 

U-5.  Industrial,  for  use  in  burners  of 
pulverized  fuel. 

U-6.  Domestic. 

U-7.  Water  gas,  vertical  or  horizontal 
retort. 


7  See  footnote  1. 
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U-8.  Other  railroad  uses. 

U-9.  By-product. 

(After  minimum  prices  are  established 
reference  should  be  made  to  the  mini¬ 
mum  price  schedules  of  the  Division  for 
a  more  detailed  definition  of  the  above 
uses.) 

(Designate  by  name  only  other  uses 
such  as  smithing  coal  for  which  special 
prices  are  provided.) 

H.  The  total  weight  of  contents  in  each 
transportation  vehicle  or  vessel. 

I.  The  price  per  net  ton  f.  o.  b.  the 
dock,  (not  at  destination). 

J.  Where  coal  is  sold  f.  o.  b.  destination 
show  also  f.  o.  b.  destination  price  and, 
in  such  case: 

1.  The  amount  of  transportation 
charges  prepaid  by  the  shipper. 

2.  The  gross  realization  f.  o.  b.  the  dock. 

K.  The  rate  of  registered  distributors’ 
or  registered  farmers’  cooperative  organi¬ 
zations’  discount  in  cents  per  net  ton,  if 
sold  to  a  registered  distributor  or  a 
registered  farmers’  cooperative  organiza¬ 
tion. 

L.  The  actual  size  shipped. 

M.  In  case  title  is  retained  by  the  pro¬ 
ducer,  and  the  dock  operator  is  acting  as 
the  agent  of  the  producer,  then  give  the 
name  of  such  producer,  and  the  name  of 
the  originating  mine,  if  known. 

N.  The  quality  of  the  coal  identified 
by  volatile  character,  field  of  origin,  and 
pile  on  the  dock. 

O.  A  description  of  preparation  by 
number,  as  follows: 

1.  Mechanically  cleaned,  not  treated. 

2.  Mechanically  cleaned,  treated. 

3.  Raw  coal,  not  treated. 

4.  Raw  coal,  treated. 

Ex-River  Charges 

VI.  Pursuant  to  section  4  II  (a)  of  the 
Act,  Rules  and  Regulations  for  Registra¬ 
tion  of  Distributors,  and  other  authority 
granted  by  law,  all  code  members  or 
their  sales  agents,  registered  distribu¬ 
tors,  persons  under  their  control,*  and 
registered  farmers’  cooperative  organi¬ 
zations  shall  file  with  the  Washington 
Office  of  the  Division  within  fifteen  (15) 
days  after  the  end  of  each  month,  be¬ 
ginning  July  1,  1940,  in  the  case  of  sales 
ex-river,  copies  of  all  credit  memoranda 
issued  to  the  mine  during  the  preceding 
month  showing  the  following  informa¬ 
tion,  or  in  case  no  such  memoranda  are 
issued,  a  report  showing  the  price  reali¬ 
zation  on  the  coal  received  from  such 
mines,  together  with  the  following  item¬ 
ized  amounts: 

A.  Sales  agents’  commissions. 

B.  Distributors’  discounts. 

C.  Handling  charges. 

D.  Transportation  charges  to  dock. 

E.  Rescreening  and  all  preparation 
costs. 

F.  Loss  due  to  degradation. 

G.  All  other  items  that  make  up  the 
cost  of  operation  of  the  dock. 


Shipments  by  Truck  Ex-Docks 

VII.  Pursuant  to  section  4  II  (a)  of 
the  Act,  Rules  and  Regulations  for  Reg¬ 
istration  of  Distributors,  and  other  au¬ 
thority  granted  by  law,  all  code  members 
or  their  sales  agents,  registered  distribu¬ 
tors,  persons  under  their  control,9  and 
registered  farmers’  cooperative  organiza¬ 
tions,  shall  report,  beginning  July  1,  1940, 
coal  sold  and  billed  for  shipment  by 
truck,  ex-tidewater  docks,  ex-lake  docks, 
or  ex-river  docks,  by  filing  with  the 
Washington  Office  of  the  Division,  copies 
of  invoices  currently  as  rendered,  or 
copies  of  sales  slips,  or  copies  of  their 
daily  sales  sheets.  The  copies  of  the 
sales  slips,  or  sales  sheets  shall  be  filed 
with  the  Washington  Office  of  the  Di¬ 
vision  not  later  than  fifteen  (15)  days 
after  the  first  of  each  month,  for  the 
preceding  month.  True  copies  of  the 
originals  of  the  sales  slips  or  sales  sheets 
shall  be  kept  on  file  at  the  docks  for  a 
period  of  one  year,  and  shall  be  made 
available  to  the  Division  for  inspection, 
upon  request.  The  copies  of  the  in¬ 
voices,  sales  slips  or  sales  sheets  shall 
contain  the  following  information: 

A.  The  name  and  address  of  the  dock. 

B.  The  name  of  the  dock  operator. 

C.  The  name  of  the  vendor  of  the  coal 
if  the  vendor  is  not  the  dock  operator. 

D.  The  day,  month,  and  year  of  ship¬ 
ment. 

E.  The  full,  unabbreviated  name  and 
address  of  the  purchaser,  except  for  cash 
sales. 

F.  The  destination  to  which  coal  is 
shipped,  if  known. 

G.  The  use  by  letter  and  number,  as 
follows,  if  known: 

U-l.  Locomotive  fuel. 

U-2.  Bunker  and  vessel  fuel.  (Tide¬ 
water,  lake,  and  river — indicate  when 
vessel  destined  for  foreign  ports.) 

U-4.  Industrial,  for  all  types  of  burn¬ 
ing  equipment,  except  burners  of  pul¬ 
verized  fuel. 

U-5.  Industrial,  for  use  in  burners  of 
pulverized  fuel. 

U-6.  Domestic. 

U-7.  Water  gas,  vertical  or  horizontal 
retort. 

U-8.  Other  railroad  uses. 

U-9.  By-product. 

(Designate  by  name  only  other  uses 
such  as  smithing  coal,  for  which  special 
prices  are  provided.) 

(After  minimum  prices  are  established, 
reference  should  be  made  to  the  mini¬ 
mum  price  schedules  of  the  Division  for  a 
more  detailed  definition  of  the  above 
uses.) 

H.  The  net  weight  of  the  contents  in 
I  each  truck. 

I.  The  price  per  net  ton  f.  o.  b.  the 
truck  at  the  dock  ( not  at  destination) . 

J.  Where  coal  is  sold  f.  o.  b.  destination 
show  also  f.  o.  b.  destination  price,  and 
in  such  case: 


1.  The  amount  of  transportation 
charges  prepaid  by  the  shipper. 

2.  The  gross  realization  f.  o.  b.  the 
dock. 

K.  The  rate  of  registered  distributors’ 
or  registered  farmers’  cooperative  organ¬ 
izations’  discount  in  cents  per  net  ton,  if 
sold  to  a  registered  distributor  or  a  reg¬ 
istered  farmers  cooperative  organization. 

L.  The  actual  size  shipped. 

M.  In  case  title  is  retained  by  the  pro¬ 
ducer,  and  the  dock  operator  is  acting  as 
the  agent  of  the  producer,  then  give  the 
name  of  such  producer,  and  the  name  of 
the  originating  mine,  if  known. 

N.  The  quality  of  the  coal  identified 
by  volatile  character,  field  of  origin,  and 
pile  on  the  dock. 

O.  A  description  of  preparation  by 
number  as  follows: 

1.  Mechanically  cleaned,  not  treated. 

2.  Mechanically  cleaned,  treated. 

3.  Raw  coal,  not  treated. 

4.  Raw  coal,  treated. 

AUTHORIZATIONS,  PENALTIES,  ETC. 

VIII.  Pursuant  to  section  2  (a)  of  the 
Act,  the  Rules  and  Regulations  for  Reg¬ 
istration  of  Distributors  and  other  au¬ 
thority  granted  by  law,  all  code  members, 
or  their  sales  agents  or  registered  dis¬ 
tributors,  persons  under  their  control, 
and  registered  farmers’  cooperative  or¬ 
ganizations,  on  or  before  July  1,  1940, 
shall  file  with  the  Washington  Office  of 
the  Division,  an  order  authorizing  the 
railroads  and  water  transshippers  to 
make  available  to  the  Division  copies  of 
all  waybills,  scale  sheets,  reconsignment 
reports,  On  Hand  Refused  Reports, 
manifests  and  lake  and  tidewater  cargo 
consists  or  other  material  relating  to 
movement  of  coal  handled  by  them. 

All  code  members  or  their  sales  agents, 
registered  distributors,  persons  under 
their  control,10  and  registered  farmers’ 
cooperative  organizations,  shipping  by 
rail  or  water,  also  shall  file  with  the 
Washington  Office  of  the  Division,  at  the 
same  time,  an  order  authorizing  the  Ore 
and  Coal  Exchange,  Maher  Coal  Bureau, 
Tidewater  Bituminous  Coal  Statistical 
Bureau,  Ohio  Bureau  of  Coal  Statistics, 
Illinois  Freight  Bureau,  the  Association 
of  American  Railroads,  U.  S.  Army  En¬ 
gineers,  U.  S.  Department  of  Commerce, 
all  governmental  and  state  agencies  and 
polictical  subdivisions  thereof,  and  the 
Government  of  the  Dominion  of  Canada, 
to  furnish  or  make  available  to  the 
Division  any  marketing  data  with  respect 
to  the  sale,  distribution  and  consumption 
of  their  coal  which  the  Division  deems 
necessary  to  examine. 

IX.  All  data  filed  in  conformity  to  this 
order  except  the  authorizations  required 
by  Section  VIII  shall,  to  the  extent  pro¬ 
vided  in  the  Act,  be  held  by  the  Division 
and  its  Statistical  Bureaus  as  the  con¬ 
fidential  information  of  the  person  filing 
such  information. 

X.  Persons  failing  to  comply  with  the 
requirements  of  this  order  shall  be  sub- 


•See  footnote  1. 
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ject  to  the  appropriate  penalties  pre¬ 
scribed  by -the  Act,  the  Bituminous  Coal 
Code  and  the  Rules  and  Regulations  for 
Registration  of  Distributors.  Persons 
filing  false  or  incomplete  data  or  reports 
are  subject  to  criminal  penalties  as  pro¬ 
vided  in  section  35  of  the  Criminal  Code 
as  amended  by  the  Act  of  June  18,  1934, 
Chap.  587,  Stat.  996  (U.S.C.  Title  18, 
Sec.  80)  and  other  provisions  of  the  law. 

XI.  The  provisions  of  Order  No.  156 
shall  continue  in  force  and  effect  until 
July  1,  1940,  when  they  shall  be  super¬ 
seded  and  revoked  by  the  provisions  of 
this  Order.  Order  No.  14,  concerning  the 
filing  of  contracts  and  spot  orders  re¬ 
mains  in  force  and  is  not  intended  to  be 
modified  or  revoked  by  the  provisions  of 
this  order. 

For  the  information  of  producers,  sales 
agents,  distributors  and  registered  farm¬ 
ers’  cooperative  organizations,  there  is 
attached  hereto  a  list  showing  the  ad¬ 
dresses  of  the  respective  Statistical 
Bureaus. 

Dated  June  14,  1940. 

[seal]  H.  A.  Gray, 

Director. 

[F.  R.  Doc.  40-2424;  Filed,  June  14,  1940; 

11:37  a.  m.] 


DEPARTMENT  OF  LABOR. 

Wage  and  Hour  Division. 

Notice  of  Review  of  Determination 
and  Order  Re  Employment  of 
Learners  in  the  Independent  Branch 
of  the  Telephone  Industry  at  Wage 
Rates  Less  Than  the  Applicable 
Minimum 

Whereas,  the  United  States  Independ¬ 
ent  Telephone  Association,  and  sundry 
other  parties,  made  application  under 
section  14  of  the  Fair  Labor  Standards 
Act  of  1938,  52  Stat.  1060,  and  Regu¬ 
lations,  Part  522,  as  amended  (Regula¬ 
tions  Applicable  to  the  Employment  of 
Learners  Pursuant  to  section  14  of  the 
Pair  Labor  Standards  Act — Title  29, 
Labor,  Chapter  V,  Wage  and  Hour  Di¬ 
vision)  issued  by  the  Administrator 
thereunder,  for  permission  to  employ 
learners  in  the  independent  branch  of 
the  telephone  industry  at  wages  less 
than  the  applicable  minimum  wage 
specified  in  section  6  of  the  Act;  and 
Whereas,  a  public  hearing  on  said  ap¬ 
plications  was  held  before  Gustav  Peck, 
the  representative  of  the  Administrator 
of  the  Wage  and  Hour  Division  duly 
authorized  to  conduct  the  hearing  and 
to  determine: 

fa)  Whether  the  occupation  of 
switchboard  operator  in  the  telephone 
Industry  requires  a  learning  period,  and 
|f  this  occupation  is  found  to  require  a 
foaming  period, 

(b)  the  factors  which  may  have  a 
tearing  upon  curtailment  of  opportuni¬ 
ties  for  employment  in  the  occupation 
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of  switchboard  operator  in  the  tele¬ 
phone  industry,  and, 

(c)  under  what  limitations  as  to 
wages,  time,  number,  proportion,  and 
length  of  service  special  certificates  may 
be  issued  for  the  employment  of  switch¬ 
board  operators  in  the  telephone  in¬ 
dustry. 

As  used  in  the  Notice  of  Hearing,  the 
term  “switchboard  operator  in  the  tele¬ 
phone  industry”  was  defined  to  mean 
“any  switchboard  operator  employed  in 
a  public  telephone  exchange  which  has 
five  hundred  stations  or  more,”  and 
Whereas,  following  said  hearing  the 
said  Gustav  Peck  duly  made  his  findings 
of  fact  and  determined  as  follows: 

“definitions 

“1.  The  Independent  Branch  of  the 
Telephone  Industry  as  referred  to  herein 
includes  only  those  companies  which  are 
engaged  in  the  commercial  operation  of 
telephone  exchanges  and  which  are  not 
owned  or  controlled  by  the  American 
Telephone  and  Telegraph  Company  (Bell 
System)  or  its  subsidiaries. 

“2.  Learners  are  persons  who  have  had 
less  than  320  hours  of  employment  in 
the  Telephone  Industry  as  commercial 
switchboard  operators. 

“3.  Experienced  commercial  switch¬ 
board  operators  are  persons  who  have 
had  not  less  than  320  hours  of  employ¬ 
ment  in  the  Telephone  Industry  as  com¬ 
mercial  switchboard  operators. 

“issue  of  special  learner  certificates 

“4.  Special  Learner  Certificates  shall 
be  issued  in  the  Independent  Branch  of 
the  Telephone  Industry  upon  approval 
by  the  Hearings  Branch  of  the  Wage  and 
Hour  Division  of  applications  submitted 
on  forms  which  will  be  furnished  on  re¬ 
quest.  Separate  applications  shall  be 
submitted  for  separate  exchanges. 

“5.  Approval  of  an  application  by  the 
Hearings  Branch  shall  depend  upon  the 
applicant  showing  that  at  the  time  of 
making  application  experienced  com¬ 
mercial  switchboard  operators  are  not 
available  to  the  employer  in  the  com¬ 
munity  from  which  the  exchange  nor¬ 
mally  employs  operators. 

“CONDITIONS  OF  EMPLOYMENT  OF  LEARNERS 
UNDER  SPECIAL  CERTIFICATES 

“6.  The  minimum  hourly  rate  to  be 
provided  in  the  Special  Certificate  for 
learners  during  the  learning  period  shall 
be  not  less  than  25  cents  per  hour. 

“7.  The  maximum  learning  period 
which  may  be  provided  under  a  Special 
Certificate  issued  in  this  industry  shall 
not  extend  beyond  the  first  320  hours  of 
employment  in  training  for  and  in 
switchboard  operation. 

“8.  Except  under  unusual  circum¬ 
stances,  as  stated  in  Paragraph  9  below, 
the  number  of  learners  which  may  be 
employed  in  an  exchange  at  any  one  time 
at  a  subminimum  hourly  wage  under  a 
Special  Certificate  may  not  exceed: 

One  in  exchanges  employing  up  to  8 
operators,  or  Two  in  exchanges  employ¬ 


ing  D-18  operators,  or  Three  in  exchanges 
employing  19-30  operators,  or  Four  in 
exchanges  employing  31-44  operators,  or 
In  exchanges  employing  45  or  more 
operators  learners  in  addition  to  4  may 
be  employed  at  less  than  the  minimum 
rate  in  the  ratio  of  one  learner  for  each 
additional  15  operators  employed  in  the 
exchange. 

“9.  If  the  applicant  is  faced  with  cir¬ 
cumstances  unusual  to  regular  operations 
or  with  other  exceptional  circumstances 
which  it  is  believed  require  learners  in 
excess  of  those  provided  in  Paragraph  8 
above,  and  if  such  facts  are  set  forth  as 
a  part  of  an  application,  action  shall  be 
taken  approving  or  denying  that  applica¬ 
tion  in  accordance  with  the  facts  shown 
therein. 

“10.  Learners  may  be  employed  under 
a  Special  Learner  Certificate  only  if  ex¬ 
perienced  commercial  switchboard  oper¬ 
ators  are  not  available  for  employment 
in  the  exchange  covered  by  such  Certifi¬ 
cate. 

“TERMINATION  AND  USE  OF  CERTIFICATES 

“11.  No  certificate  shall  be  valid  be¬ 
yond  December  31,  1940. 

“12.  No  learner  may  be  employed  at 
less  than  the  statutory  minimum  wage 
rate  unless  and  until  a  certificate  has 
been  issued  and  a  copy  is  posted  and 
kept  posted  in  the  room  in  which  the 
learner  or  learners  are  employed. 

“13.  Any  special  certificate  issued  pur¬ 
suant  to  this  Determination  and  Order 
may  be  cancelled  as  of  the  date  of  issue 
if  it  is  found  that  such  certificate  was 
issued  when  experienced  workers  were 
available,  or  that  the  applicant  know¬ 
ingly  made  false  or  misleading  state¬ 
ments  in  his  application,  and  may  be 
cancelled  prospectively  or  as  of  the  date 
of  violation  if  it  is  found  that  any  of 
its  terms  have  been  violated;”  and 

Whereas,  said  Findings  and  Determi¬ 
nation  were  duly  filed  with  the  Admin¬ 
istrator  on  March  30,  1940,  and  are  now 
on  file  in  Room  5144,  Department  of 
Labor  Building,  Washington,  D.  C.,  and 
are  there  available  for  examination  by 
all  interested  parties;  and 
Whereas,  on  April  9,  1940  the  Admin¬ 
istrator  caused  to  be  published  in  the 
Federal  Register  (5  F.R.  1371)  a  notice 
which  set  forth  the  foregoing,  and  stated 
that  pursuant  to  §  522.13  of  the  afore¬ 
said  Regulations,  petitions  for  review  of 
the  action  of  the  said  authorized  repre¬ 
sentative  might  be  filed  by  any  person 
aggrieved  by  such  action  within  15  days 
thereafter,  and 

Whereas,  a  petition  for  review  of  said 
action  was  duly  filed  by  the  United 
States  Independent  Telephone  Associa¬ 
tion,  copies  of  which  are  available  for 
inspection  in  Room  5144,  United  States 
Department  of  Labor  Building,  Washing¬ 
ton,  D.  C. 

Now,  therefore,  the  petition  is  granted 
and  notice  is  hereby  given  that  Henry  T. 
Hunt,  Principal  Hearings  Examiner  of 
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the  Wage  and  Hour  Division,  is  author¬ 
ized  to  review  the  aforementioned  ac¬ 
tion,  and  to  make  a  final  determination 
of  the  matters  set  forth  in  the  second 
paragraph  of  this  notice,  and,  for  that 
purpose,  briefs  will  be  received  by  the 
Wage  and  Hour  Division,  either  in  sup¬ 
port  of  or  in  opposition  to  the  matters 
set  forth  in  the  aforementioned  peti¬ 
tion,  provided  such  briefs  are  filed  with 
the  Wage  and  Hour  Division  prior  to  the 
close  of  business  July  1,  1940.  All  briefs 
should  be  filed  in  triplicate  and  will  be 
available  for  examination  in  Room  5144, 
United  States  Department  of  Labor 
Building,  Washington,  D.  C. 

Signed  at  Washington,  D.  C.,  this  13 
day  of  June  1940. 

Philip  B.  Fleming, 

Administrator. 

(F.  R.  Doc.  40-2426;  Filed,  June  14,  1940; 

11:58  a.  m. ] 


FEDERAL  COMMUNICATIONS  COM¬ 
MISSION. 

(Order  No.  73-A] 

Portable  and  Portable-Mobile  Amateur 
Stations 

At  a  meeting  of  the  Federal  Communi¬ 
cations  Commission  held  in  its  offices  in 
Washington,  D.  C.  on  the  11th  day  of 
June  1940: 

It  is  ordered,  That  Commission  Order 
No.  73 1  dated  on  the  seventh  day  of  June 
1940,  be,  and  the  same  is  hereby,  amended 
by  adding  to  the  first  ordering  paragraph 
thereof  the  following :  “It  is  further  pro¬ 
vided  that  this  order  shall  not  apply  to 
the  operation  of  licensed  portable  and 
portable-mobile  amateur  stations  (1)  ac¬ 
tually  engaged  in  supplying  or  attempting 
to  supply  domestic  communication  in  the 
public  interest  during  a  bona-fide  com¬ 
munications  emergency  when  normal  fa¬ 
cilities  are  inadequate  or  non-existent, 
or  (2)  actually  engaged  in  the  domestic 
testing  and  developing  of  self-powered 
portable  and  portable-mobile  equipment 
intended  for  use  in  domestic  communi¬ 
cations  emergencies,  during  the  hours 
between  sunrise  and  sunset,  local  time, 
on  Saturdays  and  Sundays  of  each  week, 
provided  notice  of  such  testing  and  de¬ 
veloping  operation  shall  have  been  given 
at  least  48  hours  in  advance  to  the  Fed¬ 
eral  Communications  Commission  In¬ 
spector  in  Charge  of  the  district  in  which 
such  operation  is  contemplated.” 

This  order  shall  become  effective  im¬ 
mediately. 

By  the  Commission. 

[seal]  T.  J.  Slowie, 

Secretary. 

(F.  R.  Doc.  40-2419;  Filed.  June  14,  1940; 

11:20  a.  m.) 


(Docket  No.  5867] 

In  the  Matter  of  Application  of  Ches¬ 
ter  A.  Thompson,  Transferor,  and 
Brush-Moore  Newspapers,  Inc.,  Trans¬ 
feree,  for  Consent  to  Transfer  Con¬ 
trol  of  Vee  Bee  Corporation,  Licensee 
of  Station  WPAY,  Portsmouth,  Ohio 

(File  No.  B2-TC-199 ] 

ORDER  FOR  HEARING 

Upon  further  consideration  of  the  Pe¬ 
tition  for  Rehearing  filed  by  Chester  A. 
Thompson,  transferor,  and  the  Brush- 
Moore  Newspapers,  Inc.,  transferee,  for 
consent  to  transfer  125  shares  of  out¬ 
standing  common  stock  of  the  Vee  Bee 
Corporation,  licensee  of  Station  WPAY, 
Portsmouth,  Ohio,  and  upon  considera¬ 
tion  of  the  oral  argument  presented  to 
the  Commission  June  6,  1940  by  the  ap¬ 
plicants  on  said  Petition  for  Rehearing 
upon  the  issue  of  whether  the  transfer 
of  control  of  a  corporation  owning  the 
only  broadcast  station  in  the  community 
to  a  corporation  controlling  the  only 
newspaper  in  that  community  is  in  the 
public  interest  in  view  of  the  fact  that 
this  transfer  would  give  to  the  corpora¬ 
tion  owning  the  newspaper  control  over 
the  only  substantial  sources  of  public 
information  and  the  only  substantial 
means  for  the  expression  of  public  and 
private  opinion  in  the  community; 

It  appearing  that  the  Commission  may 
not  have  secured  full  information  to  de¬ 
cide  whether  the  transfer  in  the  above- 
entitled  matter  is  in  the  public  interest; 

It  is  ordered,  This  6th  day  of  June, 
1940  that  the  Commission’s  Order  of 
April  13, 1940,  refusing  consent  to  Chester 
A.  Thompson,  transferor,  and  the  Brush- 
Moore  Newspapers,  Inc.,  transferee,  to 
transfer  125  shares  of  outstanding  com¬ 
mon  stock  of  the  Vee  Bee  Corporation, 
licensee  of  Station  WPAY,  Portsmouth, 
Ohio,  be,  and  it  is  hereby,  set  aside  and 
said  application  be,  and  it  is  hereby, 
designated  for  hearing  in  order  to  secure 
full  information  upon  the  following 
issues: 

1.  To  determine  what  sources  of  public 
information  and  what  means  for  expres¬ 
sion  of  public  and  private  opinion  exist 
in  Portsmouth,  Ohio. 

2.  To  determine  the  extent  to  which 
sources  of  public  information  and  means 
for  expression  of  public  and  private  opin¬ 
ion  in  the  environs  of  Portsmouth,  Ohio 
serve  the  people  of  that  community. 

3.  To  determine  the  extent  to  which 
Chester  A.  Thompson  participates  in  the 
management  and  control  of  the  Vee  Bee 
Corporation,  licensee  of  Station  WPAY, 
Portsmouth,  Ohio. 

4.  To  determine  the  extent  to  which 
The  Brush-Moore  Newspapers,  Inc.,  par¬ 
ticipates  in  the  management  and  control 
of  the  Vee  Bee  Corporation,  licensee  of 
Station  WPAY. 


5.  To  determine  whether,  if  consent  is 
given  to  transfer  control  of  the  licensee 
corporation,  as  requested  by  the  above- 
entitled  application,  such  consent  will 
result  in  placing  the  ownership  of  the 
only  radio  station  in  Portsmouth  in  a 
corporation  controlling  the  only  daily 
newspaper  in  that  community. 

6.  To  determine  whether,  if  consent  to 
the  above-entitled  application  places  the 
ownership  of  the  only  radio  station  in 
Portsmouth  in  a  corporation  controlling 
the  only  daily  newspaper  in  that  com¬ 
munity,  such  control  will  result  in  a 
monopoly  of  the  only  substantial  means 
for  expression  of  public  and  private  opin¬ 
ion  and  the  only  substantial  sources  of 
public  information  in  the  community. 

7.  To  determine  which  of  the  following 
alternatives  would  better  serve  the  public 
interest:  (1)  operation  of  the  licensee 
corporation  by  two  sources  of  control, 
viz.,  Chester  A.  Thompson,  not  an  officer 
or  stockholder  of  The  Brush-Moore 
Newspapers,  Inc.,  and  The  Brush-Moore 
Newspapers,  Inc.,  owning  the  only  daily 
newspaper  in  Portsmouth,  Ohio,  or  (2) 
operation  of  the  licensee  corporation  by 
a  single  control,  namely,  The  Brush- 
Moore  Newspapers,  Inc.,  thus  placing 
control  of  the  licensee  corporation  own¬ 
ing  the  only  radio  station  in  Portsmouth 
in  the  corporation  owning  the  only  daily 
newspaper  in  Portsmouth. 

Dated,  June  12,  1940. 

By  the  Commission. 

[seal!  T.  J.  Slowie, 

Secretary. 

[F.  R.  Doc.  40-2420;  Filed.  June  14,  1940; 

11:20  a.  m.] 


[Docket  No.  58781 

In  Re  Application  of  Glover  Weiss, 
Trading  as  Glover  Weiss  Company 
(New) 

Dated  March  30,  1940,  for  construction 
permit;  class  of  service,  broadcast; 
class  of  station,  broadcast;  location, 
Jacksonville,  Florida;  operating  assign¬ 
ment  specified:  Frequency,  1440  kc.; 
power,  250  w.;  hours  of  operation 
unlimited 

(FUe  No.  B3-P-2812] 

NOTICE  OF  HEARING 

You  are  hereby  notified  that  the  Com¬ 
mission  has  examined  the  above  de¬ 
scribed  application  and  has  designated 
the  matter  for  hearing  for  the  following 
reasons: 

1.  To  determine  the  nature,  extent, 
and  effect  of  any  interference  which 
would  result  should  the  applicant  oper¬ 
ate  as  proposed  simultaneously  with 
Station  WBIG,  Greensboro,  North  Caro¬ 
lina. 
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2.  To  determine  the  nature,  extent, 
and  effect  of  any  interference  which 
may  result  should  the  applicant’s  pro¬ 
posed  station  operate  simultaneously 
with  Station  WBIG,  Greensboro,  North 
Carolina,  as  proposed  in  its  application 
(B3-MP-833) . 

3.  To  determine  whether  the  applica¬ 
tion  may  be  granted  in  view  of  the 
provisions  of  the  Commission’s  Rules 
Governing  Standard  Broadcast  Stations, 
particularly  Part  3,  §§  3.22  and  3.29; 
and  the  Standards  of  Good  Engineering 
Practice. 

4.  To  determine  the  area  and  popula¬ 
tion  which  would  be  expected  to  receive 
interference-free  primary  service,  should 
the  applicant  be  authorized  to  operate  as 
proposed. 

5.  To  determine  whether  the  granting 
of  the  instant  application  would  tend 
toward  a  fair,  efficient,  and  equitable 
distribution  of  radio  service  as  con¬ 
templated  by  section  307  (b)  of  the  Com¬ 
munications  Act  of  1934,  as  amended. 

6.  To  determine  whether  the  site  at 
which  the  applicant  proposes  to  con¬ 
struct  and  operate  the  station  will  be 
satisfactory. 

The  application  involved  herein  will 
not  be  granted  by  the  Commission  unless 
the  issues  listed  above  are  determined  in 
favor  of  the  applicant  on  the  basis  of  a 
record  duly  and  properly  made  by  means 
of  a  formal  hearing. 

The  applicant  is  hereby  given  the 
opportunity  to  obtain  a  hearing  on  such 
issues  by  filing  a  written  appearance  in 
accordance  with  the  provisions  of  §  1.382 
|  (b)  of  the  Commission’s  Rules  of  Prac¬ 
tice  and  Procedure.  Persons  other  than 
the  applicant  who  desire  to  be  heard 
must  file  a  petition  to  intervene  in 
accordance  with  the  provisions  of  §  1.102 
of  the  Commission’s  Rules  of  Practice 
and  Procedure. 

The  applicant’s  address  is  as  follows; 

Glover  Weiss,  trading  as 
Glover  Weiss  Company, 

219  W.  Adams  St., 

Jacksonville,  Florida 

Dated  at  Washington,  D.  C.,  June  12, 
1940. 

By  the  Commission. 

[seal]  T.  J.  Slowie, 

Secretary. 

IP  R.  Doc.  40-2421;  Filed,  June  14,  1940; 
11:20  a.  m.] 


securities  and  exchange  com¬ 
mission. 

[Pile  Nos.  31-482.  31-181,  31-467,  31-165,  31- 
«4,  31-483,  31-473,  31-167,  31-162,  31-164] 

111  the  Matter  of  Koppers  United  Com¬ 
pany;  In  the  Matter  of  Koppers 
United  Company;  In  the  Matter  of 
The  Brooklyn  Union  Gas  Company; 
the  Matter  of  Koppers  Company; 


In  the  Matter  of  Eastern  Gas  and  Fuel 
Associates;  In  the  Matter  of  Koppers 
United  Company,  Fuel  Investment 
Associates,  and  Eastern  Gas  and  Fuel 
Associates;  In  the  Matter  of  Brock¬ 
ton  Gas  Light  Company;  In  the 
Matter  of  Koppers  United  Company; 

In  the  Matter  of  Fuel  Investment 
Associates;  In  the  Matter  of  Eastern 
Gas  and  Fuel  Associates 

ORDER  DENYING  MOTIONS  TO  REVOKE  OR 
AMEND  ORDER  FOR  CONSOLIDATION  OF 
HEARINGS  AND  MODIFYING  SAID  ORDER  FOR 
CONSOLIDATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  City  of  Washington,  D.  C.,  on 
the  13th  day  of  June,  A.  D.  1940. 

Whereas,  the  Commission  has  issued  an 
order  dated  May  10,  1940,  consolidating 
for  the  purpose  of  hearing,  certain  ap¬ 
plications  filed  under  Sections  2  (a)  (7), 

2  (a)  (8),  3  (a)  (1),  3  (a)  (3)  (A),  and 

3  (a)  (3)  (B)  of  the  Public  Utility  Hold¬ 
ing  Company  Act  of’ 1935;  and 

Whereas,  the  applicants  have  moved  to 
revoke  or  amend  the  consolidation  order 
and  have  submitted  briefs  and  oral  argu¬ 
ment  on  such  motions;  and 
The  Commission  being  fully  advised  in 
the  premises  and  having  this  day  filed 
its  opinion  with  respect  to  said  motions; 

It  is  ordered,  That  the  motions  to  re¬ 
voke  or  amend  the  consolidation  order  of 
May  10,  1940,  be  and  they  are  hereby 
denied. 

It  is  further  ordered.  That  the  consoli¬ 
dation  order  of  May  10,  1940,  be  and  the 
same  is  hereby  modified  to  provide  as 
follows: 

(1)  All  applications  included  in  said 
consolidation  order  which  have  been  filed 
pursuant  to  Section  2  of  the  Act  will  be 
determined  prior  to  the  presentation  of 
evidence  relating  exclusively  to  applica¬ 
tions  included  in  said  consolidation  order 
which  have  been  filed  pursuant  to  Sec¬ 
tion  3  of  the  Act;  the  evidence  adduced 
in  the  proceedings  on  the  applications 
filed  pursuant  to  Section  2  will  so  far  as 
relevant,  constitute  part  of  the  record 
in  the  proceedings  on  the  applications 
filed  pursuant  to  Section  3; 

(2)  The  trial  examiner  is  directed  to 
require  that  counsel  for  the  Public  Utili¬ 
ties  Division  and  counsel  for  the  appli¬ 
cants  shall  segregate,  as  far  as  possible, 
the  presentation  of  their  evidence  on  the 
applications  filed  pursuant  to  Section  2 
of  the  Act  in  accordance  with  the  fol¬ 
lowing  groupings: 

(a)  File  No.  31-483,  File  No.  31-473. 

(b)  File  No.  31^81,  File  No.  31-467. 

(c)  File  No.  31-482,  File  No.  31-165, 
File  No.  31-484. 

(3)  Counsel  for  the  Public  Utilities 
Division  is  directed  to  give  adequate  no¬ 
tice  and  afford  a  fair  opportunity  to  each 
applicant  for  cross-examination  or  re¬ 
buttal  with  respect  to  any  evidence  relat¬ 
ing  to  such  applicant  which  is  offered  at 
any  time  other  than  in  the  course  of 


the  principal  presentation  relating  to 
such  applicant’s  case. 

By  the  Commission. 

[seal]  Francis  P.  Brassor, 

Secretary. 

]P.  R.  Doc.  40-2418;  Piled,  June  14,  1940; 
11:10  a.  m.] 


[File  No.  70-85] 

In  the  Matter  of  Standard  Power  and 
Light  Corporation 
notice  of  and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  City  of  Washington,  D.  C., 
on  the  13th  day  of  June,  A.  D.  1940. 

An  application  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935, 
having  been  duly  filed  with  this  Com¬ 
mission  by  the  above-named  party; 

It  is  ordered.  That  a  hearing  on  such 
matter  under  the  applicable  provisions 
of  said  Act  and  the  rules  of  the  Commis¬ 
sion  thereunder  be  held  on  June  26,  1940, 
at  ten  o’clock  in  the  forenoon  of  that 
day,  at  the  Securities  and  Exchange 
Building,  1778  Pennsylvania  Avenue  NW., 
Washington,  D.  C.  On  such  day  the 
hearing-room  clerk  in  room  1102  will 
advise  as  to  the  room  where  such  hear¬ 
ing  will  be  held.  At  such  hearing,  if  in 
respect  of  any  declaration,  cause  shall 
be  shown  why  such  declaration  shall  be¬ 
come  effective. 

It  is  further  ordered.  That  Robert  P. 
Reeder  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  the  hearings  in 
such  matter.  The  officer  so  designated 
to  preside  at  any  such  hearing  is  hereby 
authorized  to  exercise  all  powers  granted 
to  the  Commission  under  section  18  (c) 
of  said  Act  and  to  a  trial  examiner  under 
the  Commission’s  Rules  of  Practice. 

Notice  of  such  hearing  is  hereby  given 
to 'such  declarant  or  applicant  and  to 
any  other  person  whose  participation  in 
such  proceeding  may  be  in  the  public 
interest  or  for  the  protection  of  investors 
or  consumers.  It  is  requested  that  any 
person  desiring  to  be  heard  or  to  be  ad¬ 
mitted  as  a  party  to  such  proceeding 
shall  file  a  notice  to  that  effect  with  the 
Commission  on  or  before  June  25,  1940. 

The  matter  concerned  herewith  is  in 
regard  to  the  proposed  surrender  by 
H.  M.  Byllesby  and  Company  of  330,000 
shares  of  Common  Stock,  Series  B,  of 
Standard  Power  and  Light  Corporation 
owned  by  it,  to  said  Standard  Power 
and  Light  Corporation  in  consideration 
of  an  agreement  by  Standard  Power  and 
Light  Corporation  to  pay  to  H.  M. 
Byllesby  and  Company  what  would  have 
been  the  proportionate  share  to  which 
the  holder  of  the  said  shares  of  stock 
would  have  been  entitled  in  the  event 
of  a  winding-up  of  Standard  Power  and 
|  Light  Corporation. 

By  the  Commission. 

[seal]  Francis  P.  Brassor, 

Secretary. 

(P.  R.  Doc.  40-2417;  Piled,  June  14,  1940; 
11:10  a.  m.] 


